To:  Ostrander,  David[Ostrander.David@epa.gov] 

Cc:  McGrath,  Shaun[McGrath. Shaun@epa.gov];  Hestmark,  Martin[Hestmark.Martin@epa.gov] 

From:  Card,  Joan 

Sent:  Tue  8/11/2015  10:07:42  PM 

Subject:  Very  Important 


The  new  web  site  says: 


While  excavating  loose  material  that  had  collapsed  into  the  cave  entry,  pressurized  water  began 
leaking  above  the  mine  tunnel,  spilling  about  three  million  gallons  of  water  stored  behind  the 
collapsed  material  into  Cement  Creek,  a tributary  of  the  Animas  River 


Is  that  accurate?  Fve  not  seen  that  before. 


Joan  Card  | Senior  Policy  Advisor 
Office  of  the  Regional  Administrator 
USEPA  Region  8 (CO,  MT,  ND,  SD,  UT,  WY) 
1595  Wynkoop  Street  | Denver,  CO  80202 
(303)312-6468 


1782430 


ED  000552B  00009396-00001 


